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SUBJECT: Weekly Report of Significant Activities 


International Congress 

Assessaent Center Method at West Point, New York 
15*17 May, * 

7. The QMS Medical Systems Development Officer 
returned to the National Institutes of Health 14 May 

ad Y isor >; assistance effort to the NIH 
Employee Health Services Program. 

Ghlef » Operations Division is attending a 
course at the Georgetown University Medical Center 15-17 
May on the newer concepts in the diagnosis of heart disease, 


9, 

Army Med 1 
Germany. 



onference 


is attending the US 
•17 May in Garmisch, 
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